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Message Text 


UNCLASSIFIED 

PAGE 01 MANAGU 03216 182104Z 
64 

ACTION HEW-06 

INFO OCT-01 ARA-10 ISO-OO OES-05 EB-07 COME-OO /029 W 

106972 

R 181800Z AUG 75 
FM AMEMBASSY MANAGUA 
TO SECSTATE WASHDC 7759 

UNCLAS MANAGUA 3216 

E.O. 11652: NA 

TAGS: OGEN, ETRD, TBIO, NU 

SUBJECT: NUVALITE ULTRAVIOLET DENTAL APPLIANCE 
REF: STATE 191045, MANAGUA 2866 

SINCE WE STILL HAVE RECEIVED NO REPLY TO OUR TELEGRAM OF 23 JULY, 
REFTEL 2866, WE ARE AGAIN REPEATING OUR REQUEST INFORMATION ON THE 
NUVALITE ULTRAVIOLET DENTAL APPLIANCE. WHAT MODIFICATIONS SHOULD BE 
MADE IN THE MACHINE, AND ARE SUCH MODIFICATION SUFFICIENT TO 
CONTINUE USING THE MACHINE? LOCAL DENTISTS WHO OWN THE NUVALITE 
ARE ANXIOUS TO CONTINUE USING THE APPLIANCE, AND THEY WOULD LIKE 
TO KNOW WHAT THEY SHOULD DO. PLEASE ADVISE AS SOON AS POSSIBLE 
WHETHER THE BAN ON THE NUVALITE'S USE HAS BEEN LIFTED AND WHAT 
MODIFICATIONS USERS OF THE APPLIANCE SHOULD MAKE. 
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Current Classification: UNCLASSIFIED 

Concepts: LABORATORY EQUIPMENT, INFORMATION CONTROL 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 18 AUG 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975MANAGU03216 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750285-0397 
From: MANAGUA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750844/aaaabmez.tel 

Line Count: 40 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 
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Review Event: 

Review Exemptions: n/a 
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Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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Secure: OPEN 
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